To:  Grassland,  Ronnie[Crossiand. Ronnie@epa.gov];  Smith,  Monica[smith. monica@epa.gov]; 

Meer,  Daniel[Meer.Daniei@epa.gov];  Alien,  HarryL[Allen. HarryL@epa.gov] 

Cc:  Romero,  David[Romero. David@epa.gov];  Ostrander,  David[Ostrander.David@epa.gov]; 

Negron,  Jose[Negron. Jose@epa.gov];  Davis,  Joe[Davis. Joe@epa.gov] 

From:  Barry,  Michael 

Sent:  Mon  10/5/2015  7:20:05  PM 

Subject:  Plans  for  River  Monitoring 


Hi  all, 

We  are  in  our  second  week  of  monitoring  the  regular  river  water  and  sediment  locations  once  per 
week.  The  LTMP  is  being  worked  on  but  not  developed  yet. 


What  are  you  all  doing  for  river  sampling  in  the  interim?  The  guidance  to  me  on  how  long  to 
continue  weekly  sampling  was  unclear. 


In  the  ICP  we  were  thinking  about  sticking  with  weekly  while  operations  at  the  GKM  are 
continuing  - projected  til  week  of  19  or  26  October  when  the  interim  treatment  system  is  on  line. 
Then  transition  to  the  LTMP,  even  if  there  is  a gap. 


Thanks, 

Mike 
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